
Engineering Division 


TOWN OF ARLINGTON 
Department of Public Works 
51 Grove Street 

Arlington, Massachusetts 02476 
Office (781) 316-3320 Fax (781) 316-3281 


DATE: February 23, 2017 

TO ALL BIDDERS BID NO. 17-02 

SUBJECT: Mystic Bank Drainage Construction Project 

ADDENDUM NO. 3 

TO WHOM IT MAY CONCERN: 

With reference to the bid request relative to the above subject, please note the 
following: 

Mystic Bank Drainage Construction Project Bid #17-02 

Addendum No. 3 
Revised Bid Table 


The estimated quantity for Item 5; Excavation has been revised to 310 cy. 


SEE ATTACHED 


All other terms, conditions and specifications remain unchanged. 
Very truly yours. 

Town of Arlington 


Wayne A. Chouinard, P.E. 
Town Engineer 
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Town of Arlington 

Department of Public Works 
Engineering Divison 
51 Grove Street 
Arlington, MA 02476 


17-02 Mystic Bank Drain Construction 

Bid Table 


Item 

Estimate 

Description 

Proposal 

Quantity 

Unit 

Unit Price 

Amount 

1 

1 

EA 

Drainage structure removed 

$ 

/EA 

$ 

2 

3 

EA 

Install drain manhole 

$ 

/EA 

$ 

3 

1 

EA 

Modify drain manhole 

$ 

/EA 

$ 

4 

1 

LS 

Cut and cap exist drain line, 
abandon in place 

$ 

/LS 

$ 

5 

310 

CY 

Excavation 

$ 

/CY 

$ 

6 

350 

FT 

Drain line 

$ 

/FT 

$ 

7 

110 

TON 

Crushed stone 

$ 

/TON 

$ 

8 

20 

TON 

Processed gravel 

$ 

/TON 

$ 

9 

25 

TON 

Paving 

$ 

/TON 

$ 

10 

7 

CY 

Loam Borrow 

$ 

/CY 

$ 

11 

60 

SY 

Seeding 

$ 

/SY 

$ 

12 

1 

EA 

transite water line repair - 8ft 
length with Sin CLDI pipe 

$ 

/EA 

$ 

13 

1 

EA 

transite Sewer line repair - 8 ft 
length with 15in SCH40 PVC 
pipe 

$ 

/EA 

$ 


Total: 

$ 




























